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Message Text 


UNCLASSIFIED 

PAGE 01 STATE 035045 
ORIGIN COME-OO 

INFO OCT-01 ARA-14 ISO-OO EB-08 /023 R 

DRAFTED BY COM/OED/MEPD/JPHILBRICK/LW 
APPROVED BY EB/OCA/CM/JJREILLY 
COM/OED/MEPD/LENGLESON 
COM/OED/MEPD/SMCONGER, DIRECTOR 
STATE/ARA/EP/JALITTO 
COM/OIM/BLINDOW (INFO) 

099489 101418Z/47 

R092315ZPEB 78 
FM SECSTATE WASHDC 
TO AMEMBASSY QUITO 

UNCLAS STATE 035045 

E.O. 11652: N/A 
TAGS: BENC, EC 

SUBJECT: MAJOR PROJECT: 120 MW THERMAL STEAM GENERATING 
PLANT 

REF: QUITO 781 

1 . MAJOR EXPORT PROJECTS DIVISION USDOC RECEIVED REQUEST 
FROM FOSTER- WHEELER ENERGY CORPORATION FOR ADDITIONAL INFO 
ON SUBJECT PROJECT. FOSTER- WHEELER WOULD LIKE TO KNOW: 

(A) NAME AND LOCATION OF PLANT; (B) WHAT IS PROJECTED 

ON LINE DATE FOR THIS PLANT?; (C) WHAT IS NAME OF 
CONSULTANT ON THE PROJECT IF ONE HAS BEEN SELECTED? 

2. EMBASSY ASSISTANCE MUCH APPRECIATED. VANCE 

UNCLASSIFIED 


NNN 


*** Current Handling Restrictions *** n/a 
*** Current Classification *** UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 jan 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 09 feb 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978STATE035045 

Document Source: CORE 

Document Unique ID: 00 

Drafter: OED/MEPD/JPHILBRICK/LW 

Enclosure: n/a 

Executive Order: n/a 

Errors: n/a 

Expiration: 

Film Number: D780062-0829 
Format: TEL 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linkl 978/newtext/tl 978021 15/aaaafsov. tel 

Line Count: 52 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON MICROFILM, TEXT ON-LINE 
Message ID: bcc921cf-c288-dd1 1-92da-001cc4696bcc 
Office: ORIGIN COME 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 78 QUITO 781 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 29 mar 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: N/A 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 3465359 
Secure: OPEN 

Status: <DBA CORRECTED> gwr 970902 

Subject: MAJOR PROJECT: 1 20 MW THERMAL STEAM GENERATING PLANT 
TAGS: BENC, EC, BENC 
To: QUITO 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/bcc921cf-c288-dd1 1-92da-001cc4696bcc 
Review Markings: 

Sheryl P. Walter 
Declassified/Released 
US Department of State 
EO Systematic Review 
20 Mar 2014 

Markings: Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 


Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 



